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JANUARY 1991 

Energy, Efficiency, Safety Drive AAA HQ. 
Designed by Spillis Candela, the Orlando HQ 
boasts brise-soleil architecture. pp. 38-43 

Teamwork Powers Success for Shearson’s Ritter. 
FM Profile: John Ritter is hired by New York’s 
Shearson Lehman, to construct, operate a data 
center, take charge of six facilities. pp. 44-47 

Job Hunting? Take it Step By Step. By Helen 

Rauch. 
Emphasize bottom-line importance of FM and 
learn job-hunting basics. pp. 48-49 

Furniture Standards Start with People. 
Give employees the tools they need to do their 
jobs. pp. 50-53 

Simple Steps Can Stem IAQ Headaches. 
Preventive measures, and a NIOSH checklist, 
for improved indoor air quality. pp. 54-55 

Broadloom & Carpet Tile: Each Has Its Place. 
The question is when and where each is best 
applied based on various criteria. pp. 56-59 

CAFM Printout. Japan Automating FM—I. p. 29 

Floor Covering Update. Quarried Stone. p. 31 

Editorial. In Celebration of You. p. 37 


FEBRUARY 1991 
Apple Computer’s Wiring Spawns ‘Apple Jacks.’ 
Stone Marraccini Patterson designs Apple’s St. 
Louis regional sales/ training facility. p. 38-43 
Bristol-Myers Squibb Marriage Bears Dennis 
Brew a Challenge. 
FM Profile: Brew, director of facilities services, 
takes 1 roundabout entrance to FM. pp. 44-47 
Shared Offices: Excuse Me. I Think That’s My 
Desk. By Franklin Becker, William Sims, Bethany 
Davis. 
Shared-office environments: Three case stud- 
ies show major and minor successes. pp. 48-51 
Turning Point: Can We Survive? 
New FM needsare driving changes among fur- 
niture manufacturers and designers. pp. 52-53 
Remanufactured Furniture: Value on a Budget. 
Recycled furniture can save you 10-30% off the 
price of new. pp. 54-55 
The Executive Suite, pp. 57-62. 
Walton Lantaff et al.’s No-cost Move, designed 
by Swanke Hayden Connell. AV for Splash & 
Status. Can’t Afford a Picasso? 
CAFM Printout. Japan Automating FM—II. p. 27 
Lighting. Exit Signs, Occupancy Sensors. p. 29 
New Technologies. ABCs of PBXs. p. 31 
Editorial. Execs on the FM March, p. 37 


MARCH 1991 
Delivering a Dose of Health Care Hospitality. 
Berry Women’s Pavilion, by Hansen Lind 
Meyer, at Miami Valley Hospital. pp. 48-53 
AMEX’s Michael Preis, a One-Person FM Band. 
FM Profile: He runs the FM show by his lone- 
some—a challenge when five locations are 
housed in a single leased facility. pp. 54-57 
How Thou Shalt Talk to the Brass. By Gregory E. 
Hus zc zo, PhD. 
The Ten Commandments for Making Change 
Proposals to key power players. pp. 58-60 
Taking Computer Chairs to Task. 
Sorting through hundreds of chairs is easier if 
you know what to look for. pp. 61-65 


Before Disaster Strikes: Prepare for the 
Unexpected. 
Create an emergency procedures manual to 
reduce toll of the unexpected. pp. 66-67 
Fully Furnished Offices for a Fee. 
Temporary furnished office suites avoid space 
hunt and design in unfamiliar cities. pp. 68-69 
CAFM Printout. Reengineering. p. 35 
Floor Covering Update. Area Rugs. p. 37 
Editorial. Ergonomics & the Law. p. 47 


APRIL 1991 


Prototype Pays Off for Oppenheimer & Co. 
Prototype by Planned Expansion Group saved 
time, money for L.A. office. pp. 44-49 

Sam Johnson Energizes PSI Facilities. 

FM Profile: PSI Energy’s director of facilities 

services is revitalizing the Indiana utility’s 

appearance, from field offices to HQ. pp. 50-53 
Buying Contracts Deliver the Goods, and Hefty 
Discounts, too. 

Save big bucks with ironclad furniture pur- 

chase contracts and less restrictive national 

buying agreements. pp. 54-57 
The Politics & Pragmatics of Private vs. Open 
Offices. By Michael Brill. 

Arguments about private and open offices is 

like a burr under the saddle. pp. 58-61 
Filed but Not Forgotten. 

Get the most from minimum space. pp. 62-65 
CAFM. Will Management Buy Your Plan? p. 37 
Lighting. Retrofit chalks up 501% ROI. p. 39 
Technology. Video/Data by Satellite. p. 41 
Editorial. Welcome to Our Redesign. p. 43 


MAY 1991 
Upjohn Soars on Modular Wings. 
A 380,000-sq.ft. office and teaching complex, 
designed by Ellis/ Naeyaert/Genheimer, archi- 
tects, and Hillier Group Interiors. pp. 40-45 
Who Can’t Keep a Secret? MIT’s Cyros. 
FM Profile: Part civil engineer, part MIS 
expert, and part teacher, Kreon Cyros shares 
his information as MIT’s director, Office of FM 
Systems. pp. 46-49 
Meet Me in the Cafeteria. 
Cafeterias set the stage for informal interac- 
tion; encourage shorter mealtimes. pp. 50-53 
Hot Ticket to the Higher Road. 
FM Degrees: Higher education opportunities 
continue to grow. pp. 54-57 
Neocon: World Takes Center Stage in Chicago. 
Preview of products & programs. pp. 61-86 
Supply Side. Cooper Lighting’s Source. p. 19 
CAFM. Assess Benefits for Justification. p.23 
Flooring. Toxic VOC & Mighty Mites. p. 25 
Editorial. Benchmark for the Best. p. 39 


JUNE 1991 
Karl Fagans Manages with Total Quality. 
FM Profile:VP Fagans runs Arthur D. Little’s 
real estate /support services with plenty of help 
from his 155 full-time equivalents. pp. 52-55 
Cigna Takes HQ to Top of the Tower. 
Insurance provider relocates executive offi- 
cers; Nelson & Associates, designers. pp. 56-61 
Energy Audits Get the Green Light. 
Audits conserve energy, increase comfort, raise 
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productivity, and save cash. pp. 62-63 
Panel Fabric Fights the Grays. 
COMs, pricing, acoustics, flammability, and 
fibers: Consider it all. pp. 64-67 
The Executive Suite, pp. 69-76. 
Law offices of Maynard, Cooper, etal., by I SD. 
Office Plants Can Grow on You. ADA on a $500 
Budget. A Chair Called Executive. 
CAFM. Move Coordination. p.39 
Lighting. Cigna’s Glowing Design. p. 43 
Technology. Alternative Telecom Vendors. p. 45 
Editorial. Not Banned in Boston. p. 51 


JULY 1991 

Sally MacConnell Cures Johns Hopkins’ FM Ils. 
FM Profile: Johns Hopkins vice president of 
facilities uses an effective prescription to keep 
pace with medical technology. pp. 30-33 

Office Design East is Looking West. 
FACILITIES International Portfolio: Seiko 
Epson, Japan; Bank of China, Hong Kong; 
Freshfields, England; Procter & Gamble, 
Australia. pp. 34-39 

Sorry, No Entry Permitted. 
Access security often mixes common sense and 
high-tech equipment. pp. 40-43 

An Apple a Day the Ergonomic Way. 
Parameters for CRT Users by ANSI/Human 
Factors Society. pp. 44-45 

VDT Law Hits San Francisco. 
Reaction to the country’s first VDT law varies. 
Excerpts of the VDT law. pp. 46-47 

Consultants & Service Firms Directory 1991. 
First annual directory lists more than 400 firms 
in 17 areas of specialization. pp. 49-59 

CAFM. FF&E Asset Tracking. p. 19 

Flooring. Leather Not Just for Sofas. p. 21 

Editorial. Global Context of Design. p. 29 


AUGUST 1991 

Chicago’s Roaring Engine: FM Hubbard. 
FM Profile: Facilities Director Gerald 
Hubbard’s managerial and FM experience will 
help catapult Museum of Science & Industry 
into the year 2000. pp. 40-43 

Sprinkle a Pinch of Disney Pixie Dust. 
Disney’s Direct Marketing Center, designed by 
Engel Picasso. pp. 44-49 

Adding Copper & Fiber to Your Wiring Diet. 
Select the right wire distribution and transmis- 
sion tool. pp. 50-53 

Allsteel’s Aurora Wins Best of NEOCON Best. 
Gold and Silver award winners in the second 
annual competition co-sponsored by FACILITIES 
DesIGN & MANAGEMENT and International 
Facility Management Association. pp. 54-66 

CAFM. User-driven Marketplace. p. 33 

Lighting. EPA’s Green Lights Program. p. 35 

Technology. Zones for VAV Comfort. p. 37 

Editorial. FMs Pick the NEOCON Best. p. 39 


SEPTEMBER 1991 

Fix-It Doran Picks Up Equitable’s Pieces. 
FM Profile: When decentralization ended, 
James Doran, VP Facilities Management, was 
the man to glue FM back together. pp. 48-51 

A Better Whole of Many ITT Auto Parts. 
Combined facilities created by HEPY, Inc., 
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spark fresh synergies in ITT Automotive world 
HQand tech center. pp. 52-57 
Merger Mania: What Hath It Wrought? 
Who owns whom? How are M&As affecting 
you? pp. 58-59 
IFMA’s Hot Topic: FMs & the Environment. 
Preview of International Facility Management 
Association’s annual conference. pp. 60-72 
Designer’s Saturday: Lean & Green Design. 
Program and product review at member show- 
rooms in Manhattan and IDCNY. pp. 74-84 
Supply Side. Mannington’s Flooring Flows. p. 38 
CAFM. Survey of Leading Applications. p. 35 
Flooring. Spot’s Gone, But Is It Clean? p. 41 
Editorial. Grab Those Low-Rent Deals. p. 47 


OCTOBER 1991 

Mattel’s Vaughan Thrives Under Pressure. 
FM Profile: Faced with the time crunch of his 
career, VP Norm Vaughan kept his cool and 
team members on a short leash. pp. 40-43 

Flexible Tower Rises from NML’s 7-Year Itch. 
Northwestern Mutual Life builds a second 
tower, designed by Flad & Associates and 
Beckley/ Myers Architects. pp. 44-49 

Survey of the Design Profession. 
Survey shows FMs are expanding their roles in 
office design projects. pp. 51-53 


FACILITIES Top 100 Interior Design Firms. 
Hellmuth, Obata & Kassabaum tops list for 
first time after acquiring PHH. pp. 54-65 

The Executive Suite, pp. 67-74. Offices of CEO 
Carmen Willix, Metropolitan Sunday 
Newspapers, designed by Ted Moudis 
Associates. Bargaining Chips for a Sweeter 
Lease Deal. Desks—Make Mine Executive. 

CAFM. Strategic Planning Has Changed. p. 2/ 

Lighting. Daylight Cuts Blue Cross Costs. p. 25 

Technology. Speak Up, Your PC Hears You. p. 28 

Editorial. Designers Face a Dilemma. p. 39 


NOVEMBER 1991 
Into the Future: Franklin Institute’s John 
McDevitt. 
FM Profile: The Futures Center at Franklin 
Institute, Philadelphia, sets a precedent for 
start-to-finish construction. pp. 42-45 
LANOB Sells & Satisfies IBM. 
IBM U.S. Marketing & Services Center region- 
al office, designed by Grad & Assoc. pp. 46-51 
Compensation Survey: FMs Hit the $50s, But 
Some Still Sing the Blues. 
FMsare richer, but many feel their willingness 
for more duties earns litdle notice. pp. 52-57 
Signage & Graphics That Kids Can Follow. 
Children’s Hospital of Michigan, with playful 


graphics by HEPY. pp. 58-59 
Subtle Signage at Women’s Hospital. 

St. Francis Hospital blends signage and interi- 

or design by Osgood & Associates. pp. 60-61 
CAFM. Books for System Selection. p. 25 
Flooring. Ergonomics Underfoot, Too. p. 29 
Supply Side. Halcon’s Agenda. pp. 30-31 
Editorial. Use Your CEO’s Language. p. 41 


DECEMBER 1991 
MNC’s Ference Battles Crisis, Captures Respect. 
FM Profile: Carl Ference and his team use 
CAFM to pare costs, support merger. pp. 28-31 
Schering-Plough Merges Corporate Culture with 
Design. 
The new HealthCare Products Division HQ, 
designed by Carol Groh & Associates. pp. 32-37 
CAFM Software Source Guide. 
Annual updated and simplified guide to 
CAFM software. pp. 38-45 
The Executive Suite, pp. 47-54. 
Offices of Russell Development, designed by 
Yost Grube Hall Johnson. How to Select an 
Interior Designer. Desk Accessories. 
Lighting. Reflectors Save SDSU $300,000. p. 17 
CAFM. Guide to System Selection. p. 23 
Technology. ISDN in ’92? p.24 
Editorial. Wallowing in Gray Areas. p. 27 


Department Head, 
Facilities 


Methodist Hospital of Indiana, the largest hospital in the state of Indiana with 1,120 beds, is a national force in the health 


care field. We are currently seeking an experienced facilities manager to oversee the maintenance and service functions of 
our expanding facilities in Indianapolis. 


This career position offers the experienced facilities professional the opportunity to: 
¢Direct supervision over 5 managers and indirect supervision of 150 employees 
¢Develop and implement strategic hospital-wide plans and policies 
¢Plan, organize and control the design, engineering and construction of all facility construction and renovation 
Report directly to the Senior Vice President of Hospital Operations 


Coordinating the activities of Plant Operations, Biomedical Engineering, Design and Construction, Long Range Facilities 


Plan and Facilities cost centers, the Department Head of Facilities is an integral member of the Methodist Management 
Team. 


To qualify, you must possess a B.A. or B.S. in Architecture, Construction or Engineering with 10 years of management 
experience in design and construction, facilities maintenance, and biomedical engineering in a healthcare or other 
institutional setting of similar size and complexity. A Master’s degree in Engineering may be substituted for 5 years of 
management experience. Experience in working with and adhering to regulations concerning minority contractors 
required. 


Methodist Hospital of Indiana offers an excellent salary and complete benefits package. For confidential consideration, 
forward your resume with salary history to: Methodist Hospital of Indiana, Attention: Barbara Hark, Department Head 
of Staffing, 1701 North Senate Boulevard, P.O. Box 1367, Indianapolis, IN 46206. Equal Opportunity Employer. 


4 Methodist 
Hospital... 


The Difference is Experience. 


Circle 2 on reader service card 
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